PMUSA Clinical Evaluation Process: 
Document Version Control 

Date: 28 January. 2004 


For any PMUSA document that has more than one version circulated, each page of each 
document must be labeled (in the header or footer) as Draft Version xx or Final where 
xx refers to the version number (e.g., 01, 02, ...). 
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